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UNCLASSIFIED 

PAGE 01 LA PAZ 04757 170037Z 
ACTION COME-OO 


Message Text 


INFO OCT-01 ARA-14 ISO-OO EB-08 PM-05 DODE-OO /028 W 

112118 171459Z/41 

R 161945Z JUN 78 
FM AMEMBASSY LA PAZ 
TO SECSTATE WASHDC 1221 


UNCLAS LA PAZ 4757 


EO 11652: NA 
TAGS: BENC, BL 

SUBJECT: MAJOR PROJECT: MILITARY HOSPITAL 


REF: STATE 150421 


1 . EMBASSY HAS PASSED COPY OF AMERICAN HOSPITAL SUPPLY LETTER 
TO DR TORREZ, WHO HAS EXPRESSED KEEN INTEREST IN VISIT OF A 
COMPANY REPRESENTATIVE TO LA PAZ. TORREZ HAS APPARENTLY 
REVISED THE STUDY ORIGINALLY DONE BY AMERICAN HOSPITAL SUPPLY 
SPECIFYING THE QUIPMENT NEEDED FOR THE HOSPITAL, AND HE IS 
ANXIOUS TO HAVE THE COMPANY GIVE HIM ESTIMATES OF THE COST OF 
THE EQUIPMENT INCLUDED IN HIS STUDY. HE IS PREPARED TO GIVE 

THE AMERICAN HOSPITAL SUPPLY REPRESENTATIVE A COPY OF THE STUDY 
DURING HIS VISIT TO LA PAZ. THE MINISTRY OF DEFENSE APPEARS 
PREPARED TO MOVE QUICKLY ON THIS PROJECT, BUT THE TIMING DEPENDS 
UPON A DECISION AS TO TERMS FOR THE FMS CREDIT NOW UNDER 
DISCUSSION IN WASHINGTON, WHICH WILL PROVIDE FINANCING FOR 
THE QUIPMENT PRUCHASES. 

2. ACTION REQUESTED: PLEASE ADVISE THE NAME OF THE AMERICAN 
HOSPITAL SUPPLY REPRESENTATIVE WHO WILL TRAVEL TO BOLIVIA AND THE 
DATES OF HIS PLANNED VISIT. WE SUGGEST THAT HE CONTACT EMBASSY 
COMATT ON ARRIVAL. 

BOEKER 


UNCLASSIFIED 
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